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1q j Jf>oent report eoheentlng .Funktreric KtSpenick* indicates that there has been 
rc organic iicLon of the plant,, ' Under the now organisation pl£j there 
■ill be eleven sections under tlis division of development as follows) 

. a. ; Jtai?road- rf.©5al equisaans*’ 


bf Measuring equipment 

c * Ships gar,- "Document No. 

d. -Ships rales No Chan e® c 'ass. (j " S 

' f~[ Declassified s' 

- ©. . Atiidio broai casting equipment Class. Changed Tos TS $ AT) 

Auffc.s m 70-2 

f. Heat general ->rs Date! _g_8_ AJLLQ. J97|_ By! _2L 

6» Electric gens -a tors s».-. *■ 

. c:.. 

h* Regulators 

r :.i 

i. Designs I-~ ' (®es auring instruments and ships gear) • .jp ■ 

Designs XI U- / 

nr; 

■k„ Laboratory ^ 

2 * '^f^ t ^. aew pr6ania tion ths Wowing priority schedule has been put intff 6 

a„ Ra^o transrriitter , 300 kw. (Two output stages, each with ono trans- 
m.L&ing tube U> gX.o", are to bo connected in parallel, ) Responsible 

engineers Dr. Bait or. • 1 

b u High frequency hast- gone) a tors, Responsible engineer: Tripmacher, 

c» v5.iips radio, kaispcnsible engineer: Huottaann, 


d , Spectraae tars 
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aayo also been sons personnel chaaeos* Engineer Pfeifer has replaced 

replaced i*0«^.r£r- 


' n onnrne ot reemrch and development , 
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